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Message Text 



UNCLASSIFIED POSS DUPE 
PAGE 01 IAEA V 09601 14I038Z 
63 

ACTION 10-10 

INFO OCT-01 ISO-00 OES-05 /016W 

007865 

R 140913Z NOV 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 6688 
INFO USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 9601 

DEPT PASS lO/SCT 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA CONSULTANTS MEETING ON ELECTRIC LOAD EORECASTING 
IN NUCLEAR PLANNING STUDIES FOR DEVELOPING COUNTRIES, 

NOVEMBER 24-29, 1975, VIENNA 

REE: AMMONS/GABBERT TWX 1 1 1900Z NOV 75 

AGENCY WELCOMES ATTENDANCE OF PERKINS AS OBSERVER 
PER REF TWX.LABOWITZ 



UNCLASSIFIED 



NNN 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 NOV 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IAEAV09601 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750397-1083 
From: IAEA VIENNA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751 143/aaaabltt.tel 

Line Count: 37 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION 10 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 AUG 2003 
Review Event: 

Review Exemptions: n/a 
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